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24 JUN 1981 
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MEMORANDUM FOR: See Distribution Ide ae 10. oe 


ac lel, Headquarters Engineering 


Branch, RECD/OL 


SUBJECT: Headquarters Power Outage 


1. In order to perform certain electrical work 
within the Headquarters Building, it will be necessary 
to subject the Southwest quadrant of the building to a 
partial power outage. The affected areas will be A, B, 
and C corridors. The outage is scheduled from 1400 hours 
to 1700 hours on 27 June 1981. During this outage, 
approximately half of lights, outlets and elevators in 
the affected areas will be out of service. 


2. It is requested that personnel within your 
component who plan to work in the building during this 
outage be notified and encouraged to rearrange their 
schedules, if possible. 


STAT 


All Headquarters Components 
DCI-O/DCI, OGC, OLC, OIG, OP 
DDO-0O/DDO, IMS, NE, SE, EUR, EA, AF, LA, PCS 
DDS&T- -O/DDS&T, ODE, SO, OTS 
DDA-O/DDA, ODP, OS, OMS, OTR, OF, OL, OC, ofs 
NFAC- -O/NFAC, OSWR, OPLA, OCO, OCR, OER, OGSR, OSR, PPG 
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